COUNTRY 
SUBJECT 


PLACE 
ACQUIRED 


DATE OF 
INFO. 


CLASSIFICATION @eHPEDIUTTAan 
CENTRAL INTELLIGENCE AGENCY 25X 


INFORMATION REPORT 
GONEIRE NE; 
GON F WEN] LAL DATE DISTR. «7: April 1951 


Farkhadges Fower Plant in Begovat NO, OF PAGES 1 


USSR (Uzbek SSR) 


25x11 Te . 
aa (| sNO. OF ENCLS. 


(LISTED BELOW 


SUPPLEMENT TO 
25X1 - REPORT NO. 


pense 
SORE 


OO MFORDATION AFFECTING THE NATIONAL BEFENOE 
TTHI6 THE BMAMING OF THE ESPIONAGE ACT BG 


THIS 1S UNEVALUATED INFORMATION 
25X1 


pO 


Le 


Be 


he 


The Farkhadges power plant near Begovet {l0°13'N/69013sE), Uzbek S.5.R., was 
equipped with rour water turbines. Zach of the turbines was 6 meters high 
and 7 meters in diameter. Steel tubes 2 meters in diameter and 30 meters 
long, inclined from 45° to 60°, fed the water from the canal to the turbines, 
whose power output is unknom. 


The current produced in the plant was delivered to Tashient. Tre tow of 


- Bepevat and the vicinity were supplied by a smaller power plant located close 


to the reservoir ewbankment. The small power plant was equipped with two or 
three turbines of unknown capacity. 


The reservoir embaniasent, built of reinforced concrete, was about 800 meters 
long, about 25 meters wide at the base and 7 metevs wide at the crest. The 
reservoir neagured 500 x 800 meters and was 20 meters deep. It hac mine ovte- 
lets, five of which led to the river bed, four to the canal. The outlets 
were 8 meters above the old river bed. ; 


A road and a single-track railroad line ran along the crest of the reservoir 
erbaniment. The construction of a socom? track was started. * 


28K re eR This report supplements previous information on the powor 
a 


ar Sepovat . » The information that 
four turbines were in use by March 1949 is credible. According to informa~ 
tion previousi: received,three turbines were running in the summer of 19L7 and 
the installation of further turbines was allegedly planned. The measurement. 
‘wen for the reservoir embanionent differ widoly from data previously reported. 
However, the measurements in the present report seen 
mure probable. ‘The power plant supplied a metallurgical plant in Degovat, which, 
according to a Soviet press report, is of considerable importance. This metal~ 
lurgical plant was put into operation in 19uh, and 35 different profiles were 
rolled there in 1949. lfforts are being made to obtain further information on 
the power plant. ; 
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